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itepresents a single-valued function of the state of the body, and dS the differential of this function. For then, according to (34), the right-hand side of (3S7) always reduces to zero as soon as a cycle is described in which the final condition 2 of the substance is identical with the initial condition i. This function 5 of the state of a body or of a system of bodies is called the entropy of the body.
